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Mail to: 
HoMedics 

Service Center, Dept. 1 68 
3000 Pontiac Trail 
Commerce Township, 
Ml 48390 

Email: 

cservice@homedics.com 



One Year Limited Warranty 

(Valid in USA only) 

HoMedics, Inc., guarantees this product free from defects in 
material and workmanship for a period of one year from the 
date of purchase, except as noted below. 
This HoMedics product warranty does not cover damage 
caused by misuse or abuse, accident, the attachment of any 
unauthorized accessory, alteration to the product, or any 
other conditions whatsoever that are beyond the control of 
HoMedics. This warranty is effective only if the product is 
purchased and operated in the USA. A product that requires 
modification or adaptation to enable it to operate in any 
country other than the country for which it was designed, 
manufactured, approved and/or authorized, or repair of 
products damaged by these modifications is not covered 
under warranty. HoMedics shall not be responsible for any 
type of incidental, consequential or special damages. All 
implied warranties, including but not limited to those implied 
warranties of fitness and merchantability, are limited in the 
total duration of one year from the original purchase date. 
To obtain warranty service on this product, either hand 
deliver or mail the unit and your dated sales receipt (as proof 
of purchase), postpaid, along with a check or money order 
in the amount of $5.00 payable to HoMedics, Inc. to cover 
handling. 

Upon receipt, HoMedics will repair or replace, as 
appropriate, the unit and return it to you, postpaid. Warranty 
is solely through HoMedics Service Center. Service of this 
product by anyone other than HoMedics Service Center 
voids warranty. 

This warranty provides you with specific legal rights. You 
may have additional rights which may vary from state to 
state. Because of individual state regulations, some of the 
above limitations and exclusions may not apply to you. 

For more information regarding our product line in the 
USA, please visit: www.homedics.com 



©2000 HoMedics, Inc. or its affiliated companies, all rights reserved. 
HoMedics® is a registered trademark of HoMedics Inc. or its affiliated companies. 
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Soak Your Troubles Away 

Thank you for purchasing the HoMedics' Massaging Bath Pillow. 
Like the entire line of HoMedics products, it is built with high- 
quality craftsmanship to provide you with years of dependable 
service. We hope you find it to be the finest product of its kind. 

Massaging Bath Pillow Features 

Soft pillow helps you relax while stress and tension 
disappear. 

2 powerful motors provide invigorating massage. 

Waterproof design for safe use in bathtub. 

Large suction cups provide secure attachment to the 
bathtub wall. 

Battery operated (2 "C"- not included). 

IMPORTANT SAFETY INSTRUCTIONS: 

For Household Use Only 

SAVE THESE INSTRUCTIONS 

Please read all instructions carefully before operating. Basic pre- 
cautions should always be followed, including the following: 

• Be sure that battery compartment is completely closed before 
using and cleaning. 

• For use in tap water only. Do not use in sea water, chlorinated 
water or any other liquid. 

• Children, invalids, or disabled people should not use this 
unattended. 

• Do not use this pillow if it has been damaged. Consult the 
HoMedics Service Center (address can be found in warranty 
section). 

• Keep this product away from heated surfaces. 

• For indoor use only. Do not use outdoors. 

• Do not use if you have sensitive skin areas or poor circulation. 

• When not using, turn off power. 

• Do not use when sleeping or drowsy. 

• Do not replace the batteries when the massager is wet. 

• Use a soft, damp cloth to clean the unit, avoid using abrasive 
cleaning products. 

• Remove the batteries if the unit is not being used for a long 
time. 

• If you suffer from diabetes, varicose veins, or are pregnant, 
please consult your physician before use. 
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Fig. 1 




Fig. 2 




Fig. 3 



Inserting the Batteries 

The massaging bath pillow requires 2 "C" batteries - not included. 

1. For initial use, you will need to insert 2 "C" batteries. To insert 
or replace batteries, use a coin to turn the lock on the battery 
compartment (fig. 1). 

2. Insert batteries (fig. 2). 

3. Close battery compartment lid and tighten closed with a coin. 

NOTE: BATTERY BOX MUST BE COMPLETELY CLOSED/SEALED 
BEFORE USING OR CLEANING. (See Figure 1). 



Using the Massaging Bath Pillow 

• First slightly dampen the suction cups. Then place onto bath 
tub wall in position most comfortable for you. Press firmly so 
suction cups will grip securely. 

• Fill bathtub with water. 

• Press the power button on the pillow and you will hear and 
feel the massage motors (fig. 3). 

• Press the button again to turn off. 

• This product should be used no longer than 20 minutes per 
session. 

Cleaning and Storing the 
Massaging Bath Pillow 

After each use, you should rinse off the pillow so that it is free of 
any soap residue. 

• Wipe it down with a damp cloth to clean and then towel dry. 

• Let pillow dry thoroughly before storing. To avoid mold or 
mildew, never store a pillow until it is completely dried. 

• Store in a dry place. 

• If you will not use again for a long period of time, remove the 
batteries prior to storing. 
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